TOI  j Personal  Email/Ex.  6 3] 

Cc:  R8EISCiR8EISC@epa.govj 

From:  Brogden,  Rose 

Sent:  Wed  8/12/2015  8:23:06  PM 

Subject:  Re:...  were  they  Actually  employees  ofthe  EPA  VS  employees  of  a Sub- 

contractor...(01 21 52846)  Region  8 WWW  Feedback 

EPA  is  committed  to  working  closely  with  response  agencies  and  state  and  local  officials  to  ensure  the 
safety  of  citizens,  respond  to  concerns  and  to  evaluate  impact  to  water  contaminated  by  the  Gold  King 
Mine  Release.  EPA  is  sharing  information  as  quickly  as  possible  with  the  public  as  experts  work  to 
evaluate  any  effects  the  spill  may  have  on  drinking  water,  public  health,  agriculture,  fish  and  wildlife. 
Please  see  our  website  for  the  latest  information:  http://www2.epa.gov/goldkingmine 
Regular  updates  will  be  posted  as  they  are  available. 

EPA  Hotline:  844-607-9700 


From:  idaemon@unixmail.rtpnc.epa.gov  <idaemon@rtpnc.epa.gov> 

Sent:  Wednesday,  August  12,  2015  7:28  PM 

To:  R8EISC;  Zurla,  Gregory 

Subject:  (012152846)  Region  8 WWW  Feedback 

A-name 

Roger  anderson 
B-email 

1 Personal  Email/Ex.  6 i 

b-urg " 

E-city 

mendota  hts 

F-county 

dakota 

G-state 

MN 

H-zip  code 
55118 

l-Web  page  address 
Question  about  Colorado  Spill 
J-comments 
Hello, 

Can  you  tell  me  if  the  Workers  involve  in  the  Spill  from  the  Mine  a few  days  ago,  those  workers  operating 
the  equipment,such  as  a backhoe,  were  they  Actually  employees  of  the  EPA  VS  employees  of  a Sub- 
contractor, that  is  NOT  US  Gov  Employees. 

I understand  they  may  have  been  "supervised"  by  the  EPA. 

Please  reply  by  email  or  call.... 

Thank  You 
Roger  Anderson 
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kr'n  re'ara’auuarthis  issue  on  the 
newspaper 

L-date  I heard  about  this  issue  was 

Two  days  ago 
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WARNING  NOTICE 

This  electronic  mail  originated  from  a federal  government 
computer  system  of  the  United  States  Environmental 
Protection  Agency  (EPA).  Unauthorized  access  or  use 
of  this  EPA  system  may  subject  violators  to  criminal, 
civil  and/or  administrative  action.  For  official 
purposes,  law  enforcement  and  other  authorized  personnel 
may  monitor,  record,  read,  copy  and  disclose  ail 
information  which  an  EPA  system  processes.  Any  person's 
access  or  use,  authorized  and  unauthorized,  of  this  EPA 
system  to  send  electronic  mail  constitutes  consent  to  these 
terms. 


This  information  is  for  tracking  purposes  only. 
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Browser:  Mozilla/5.0  (Windows  NT  6.3;  WOW64)  AppieWebKit/537.36  (KHTML,  like  Gecko) 
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